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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 04430 07131 1Z 
ACTION SY-05 

INFO OCT-01 AF-08 EUR- 12 ISO-OO OC-06 CCO-OO /032 W 

071341Z 100977/41 

P R 071256Z APR 77 
FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC PRIORITY 7367 
INFO AMCONGEN FRANKFURT 
AMEMBASSY LILONGWE 
AMEMBASSY PRETORIA 

CONFIDENTIAL NAIROBI 4430 

DEPT FOR A/SY/OPS/T, FRANKFURT FOR OIC/RTC; LILONGWE FOR 
PSO; PRETORIA FOR TSO FROM OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR INSTALLATION - LILONGWE 
REF: STATE 076603 (NOTAL) 

1 . REFTEL ADVISES THAT OC EQUIPMENT FOR LILONGWE IS TO 
ARRIVE JOHANNESBURG VIA MAC SUPPORT FLIGHT APRIL 13. 

2. REQUEST SY/OPS/T ADVISE US IF ACR WAS INCLUDED IN 
MAC SUPPORT FLIGHT. 

MARSHALL 


CONFIDENTIAL 
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